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A unique experience—one week 
gourmet hotel boat cruises on the most 
beautiful of the French canals, featuring 
good food, good wine and good 
company while relaxing on the sundeck, 
strolling or cycling alongside on ancient 
tow paths. 

Visit the vinyards, wineries, chateaux 
and villages of provincial France at the 
Tr and evening stops made each 

jay. 

Gourmet chefs create the very best 
cuisine aboard our five luxury hotel 
boats, carrying from 6 to 16 guests 
(charter or individual) from April through 
October. 

Paris or Bordeaux pickup and return. 

For information about a week of peace 
and tranquility contact: 

Horizon, 215 N. 75th St., Belleville, IL 


62223, phone: 800-851-3448 or, in 
Illinois, 618-397-7524. 
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